From: 

Sent: 

To: 

Subject: 


Rosas, Giovanni (DPH) 

Friday, February 25, 2011 3:53 PM 
Pontes, Rebecca (DPH) 
Mandatory Compliance Training 


Good afternoon Rebecca 

You have not completed the mandatory training required by EOHSS. You still need to complete the 
Domestic Violence and Sexual Assault Awareness and Workplace Violence Awareness 
Training. You could do this by logging into PACE to access the available seminars. If you have any 
problems with logging in you could contact Yvonne Wade at 617-348-5751. 

Thank you 


Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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